IOWN WILLAMETTE MALE CHORUS: Virgil Myers, Bill Sampson, were not available. The photograph was taken in 1947-48. Wayne 
rve Lewis, Lewis Kersavage, Bob Hayes, Wayne Bea, John Moffitt, director; Ella Maye Duffin, Accompanist. * 
idson, Sam Runyan and George Aires are pictured. Other names ; 


